ELECTRICITY TARIFFS 
2016/2017 


AnnexureS 


Domestic consumers with Conventional electricity meters (non-indigent households). 


Tariffs blocks 

kwh 

CURRENT 

TARIFFS 

2015/2016 

APPROVED 

TARIFFS 

c/kwh 

2016/2017 

Proposed 
tariffs c/kwh 
2017/2018 

Proposed 

tariffs 

c/kwh 

2018/2019 

Block 1 (0 - 50) kWh 

0.79 

0.86 

0.94 

1.03 

Block 2 (51 -100) kWh 

0.79 

1.14 

1.25 

1.37 

Blocks (101 -350) kWh 

1.04 

1.14 

1.25 

1.37 

Block 4 (351 - 600) kWh 

1.41 

1.54 

1.68 

1.84 

Block 5 (>600) kWh 

1.66 

1.82 

1.99 

2.18 

Basic Charge(R/Month) 

131.07 

143.39 

156.87 

171.62 


Domestic consumers with prepaid electricity meters (non-indigent households). 


Tariffs biocks 

kwh 

CURRENT 

TARIFFS 

2015/2016 

APPROVED 

TARIFFS 

c/kwh 

2016/2017 

Proposed 
tariffs c/kwh 
2017/2018 

R 

Proposed 

tariffs 

c/kwh 

2018/2019 

Block 1 (0 - 50) kwh 

0.79 

0.86 

0.94 

1.03 

Block 2 (51 -100) kWh 

0.79 

1.14 

1.25 

1.37 

Block 2(101 - 350) kwh 

1.04 

1.14 

1.25 

1.37 

Block 3 (351 - 600) kwh 

1.41 

1.54 

1.68 

1.84 

Block 4 (600) kwh 

1.66 

1.82 

1.99 

2.18 


Domestic consumers with prepaid electricity meters (Indigent households) 


Tariffs biocks 

kwh 

CURRENT 

TARIFFS 

2015/2016 

APPROVED 

TARIFFS 

c/kwh 

2016/2017 

Proposed 
tariffs c/kwh 
2017/2018 

Proposed 
tariffs c/kwh 
2018/2019 

Block 1 (0 - 50) kwh 

0.79 

0.86 

0.94 

1.03 

Block 2 (50 - 100) kwh 

0.79 

1.14 

1.25 

1.37 

Blocks (101 - 350) kwh 

1.04 

1.14 

1.25 

1.37 

Block 4 (351- 600) kwh 

1.41 

1.54 

1.68 

1.84 

Block 5 (600) kwh 

1.66 

1.82 

1.99 

2.18 


Domestic consumers with conventional electricity meters (Indigent households) 


Tariffs blocks 
kwh 

CURRENT 

TARIFFS 

2015/2016 

APPROVED 

TARIFFS 

c/kwh 

2016/2017 

Proposed 

tariffs 

c/kwh 

2017/2018 

Proposed 
tariffs c/kwh 
2018/2019 

Block 1 (0 - 50) kwh 

0.79 

0.86 

0.94 

1.03 

Block 2 (51 - 100) kwh 

0.79 

1.14 

0.94 

1.03 

Block 3 (101- 350) kwh 

1.04 

1.14 

1.25 

1.37 

Block 4 (351 - 600)kwh 

1.41 

1.54 

1.68 

1.84 

Block 5 (600) kwh 

1.66 

1.82 

1.99 

2.18 

Basic/Fixed charge: R/month 

131.07 

143.39 

156.87 

171.62 


Commercial Tariffs 


Commercial Conventional Tariffs 

CURRENT 

tariffs 

2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Basic Charge 

R339-23 /pm 

R565.00 /pm 

Energy Charge 

1 37,00c/kWh 

R1 50.00 /kWh 


Commercial Prepaid Tariffs 

CURRENT 

tariffs 

2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Energy Charge 

R171-96c/kWh 

R1 88.1 2 /kWh 


Industrial <1000kVA 

CURRENT 

tariffs 

2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Basic Charge 

R1 ,857-88 /pm 

R2, 032.52 /pm 

Energy Charge 

68-67c/kWh 

78-79/kWh 

Demand Charge 

R1 85-63 /kVA 

203.59 /kVA 


Industrial > 1000 kVA 

CURRENT 

tariffs 

2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Basic Charge 

R1,857-88/pm 

R2, 032.52 /pm 

Energy Charge 

65-59c/kWh 

78.79 c/kWh 

Demand Charge 

R186-10/kVA 

203.59 /kVA 






Time of Use (TOU) Tariffs 


Low Voltage < 70 kVA 

Low Season 

CURRENT 
tariffs 2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Basic Charge 

R1, 655-87 /pm 

R1,811-52 /pm 

Energy Charge : Peak 

97-82 c/kWh 

107.02 c/kWh 

Standard 

67-33 c/kWh 

73.66 c/kWh 

Off-peak 

42-42 c/kWh 

46.41 c/kWh 

Demand Charge 

R 185-63 /kVA 

R203.08 / kVA 


Low Voltage < 70 kVA 

Hiah Season 

CURRENT 
tariffs 2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Energy Charge : Peak 

Standard 

Off-peak 

299-88 c/kWh 
90-85 c/kWh 
48-93 c/kWh 

328.07 c/kWh 
99.39 c/kWh 
53.53 c/kWh 

Demand Charge 

R74-08 /kVA 

R81.04 /kVA 

Access charge 

R60-61 /kVA 

R66.31 /kVA 

Reactive Energy 

R3-36 kVArh 

R3.68 kVArh 


Time of Use (TOU) - Low Voltage > 70 
kVA 

Low Season 

CURRENT 
tariffs 2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Basic Charge 

R1 ,857-89 /pm 

2032.53 / pm 

Energy Charge : Peak 

Standard 

Off-peak 

97-82 c/kWh 
67-33 c/kWh 
42-72 c/kWh 

1 07.02 c/kWh 
73.66 c/kWh 
46.74 c/kWh 

Demand Charge 

R74.08 /kVA 

81 .04 /kVA 

Access charge 

R60-61/kVA 

66.31 /kVA 

Reactive Energy 

R3-37 kVArh 

3.69 kVArh 

Time of Use (TOU) - Low Voitage > 70 
kVA 

High Season 

CURRENT 
tariffs 2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Energy Charge : Peak 

Standard 

Off-peak 

299-88 c/kWh 
90-85 c/kWh 
48-93 c/kWh 

328.07 c/kWh 
99.39 c/kWh 
53.53 c/kWh 

Demand Charge 

67-34c/kVA 

73.67 /kVA 

Access charge 

R55-10/kVA 

60.28 /kVA 

Reactive Energy 

R3-36 kVArh 

3.68 kVArh 


street lighting tariff 


DESCRIPTION 

CURRENT 

tariffs 

2015/2016 

APPROVED 

TARIFFS 

2016/2017 

Energy charge : c/kWh 

1 07-75 

117.88 


That cognizance be taken that the approved tariffs were increased by 9.4% on the tariffs 
for the 2016/2017 financial year and 9.4% based on the tariffs for 2017/2018 and 
2018/2019 financial year, subject to NERSA approval. 

The large consumers will all be charged on TOU with lower demand charges and higher 
energy charges and will thus be allowed more opportunity to save by shifting load. 

• Registered household indigents will again be granted 1 00 kWh per month free of 
charge. 

That a 20 Amp circuit breaker limit be approved for indigents. 

That the final budget be determined by the tariffs that will be approved by NERSA. 

The cost reflected for the free basic electricity is the costs that will be debited to the free 
basic services line item of the municipality. The tariff is based on the average cost of 
electricity to the municipality. 



